STEAM   AND  WATER  POWER.
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Steam enters from the steam pipe at C and passes through the
main throttle or regulating valve Dy which, as actually constructed,

is a balanced valve; this valve being operated by the  governor
through suitable controlling mechanism.
The steam enters the cylinder through the passage E, and turning
to the left (as seen in cut) passes through alternate stationary and